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this oocobeot cgntaths ihfobejatioii afp&ctihqtbb rational oefehse 

07 THE traiTEO STATES WITH 10 THS EEWmBO OP THB ESPI0J1A0E ACT CO 
0. 15. C., St AI50 32. AS AMERDSB, ITS TBABStSISSJOB OR THE REVELATJQtt 
OP ITS COKTEHTS IN ANY HANNEIS TO AH ONAQTfiOBlSED PEE30N !3 PRO* 
mtOTEO BY LAW.. aSPRODUCOTOM OP THIS FOBS 10 PROniSITED. 


THIS IS UNEVALUATED INFORMATION 


I '’I i j^n0s^s 


■7 . ’ • • ■ ar -■ s i . 


lo A formation of the Soviet Navy was observed holding maneuvers off the island 

of Gross-Tuetters (sic) (59°51» N/27°12« ii) between 8 a,nw sad 11 a.u, w 8 May 1950, 
The formation was comprised of 2 cruisers, 4 destroyers, 8 torpedo boats B 
about 10 large PT boats* and about AO small PT boats ,. The 40 small PT boats 
laid a smoke screen in front of the formation (l) 

2„ The cruisers had two raking funnels; two masts forward, one aft; two guns 
forward, four aft; were 8,000 to 10,000 tons in size and had a high speed* 

(2) The destroyer, were a new type and had two funnels close together, two 
high masts, one twin gun forward., and two twin guns ;ft, about four smaller 
guns at the sides ^ some torpedo tubes, were 2^500 to 3^000 tons in size,. and 
had a very high speedo (3) The torpedo boats were between 500 and 6 00 
tons in size, had very high speeds and resembled %he latest German torpedo 
boatso (4) The PT boats were of usual type, about 23 meters long a 

3o A Soviet naval formation was observed off the western tip of iiiumaa Island 

(53°55* N/22°40° E) and the northwest coast of Saareram Island (58°30'< N/22°30° E) 
between 6 a a m s and 8 &otHo on 9 Hay 1950o (5) The formation consisted of two 

cruisers, eight torpedo boats, about four PT boats or motor minesweepers, a 
six submarines, and four other vessels which could not be distinctly seen b&b 
probably were large destroyers a 

I Comments 5 

(1) The maneuver of the Soviet formation probably dealt with the approach of a 
landing force directed against the island of Gross-Tuetters, See Annex 1> 

The formation approached the island under cover of a smoke screen laid by 
numerous PT boats The prevailing wind drove this screen toward the island 
at a rate of about .8 knots and thus orotected the formation from being sight- 
ed from tl e island., 

(2) Cruisers of the Maxim Gorki Class, characterized by a fighting mast forward 
and two pole masts between the latter and the forward funnel., This type 
carries two triple turrets forward and one aft* 

(3) Presumably destroyers of the 0 Class, the latest Soviet type of destroyer. 

(4) Some of the torpedo boats probably were of the German 600~ton type dating 
from the years 1938 to 1941, of which the Soviet Navy received only two 0 
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formation seems to be the same as the group sighted the previous day 
off Groas^Tue ^t©rs , Annex 2 shows that the main portion of the formation 
was riding at anchor under shelter of the coast. The vessels described as 
destroyers seem to have been proceeding to th® sea through the channel be- 
tween Hxium&a and Saaremaa Islands* From the observations it appears that all 
the vessels were in riding or cruising formations e Judging from their 
tactical formations and the kind of maneuvers that were carried out* the 
tactical groups (squadron) seems to be in the initial stage of formation 
training* Another formation simulating an enemy was not observed* Cooper* 
ation with air force units was not stated* 

iLi^mexesi (1) and (2) Formations of Soviet Navy 
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